186    DOCKETED ITEMS

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual
update.rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B.
GIBSON.A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley
Authority. 6pp. 60935:121 -60935:126.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power

92/03/06. Consolidat-

Station),re reactor vessel structural integrity,10CFR50.54(f).
PARTLOW.J.G. Associate Director for Projects (Post 870411).
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203120261 Notifies of 920317 meeting w/util in Rockville.MD to discuss licensee task
team results re problems predicting axial flux difference.

WHARTON.LR. Project Directorate l!l-3. 92/03/06. HANNON.J.N. Project Directorate
III-3. 3pp. 60895:199-60895:201.

9203120302 Notification of 920316 meeting w/util in Rockville.MD to discuss technical
approach to developing individual plant exam plan & proposed submittal.
WHARTON.LR. Project Directorate III-3. 92/03/06. HANNON.J.N. Project Directorate
Ul-3. 2pp. 60895:073-60895:074.

H. General correspondence

9203060360 Informs of resignation of DA Nauman.Senior Vice President, Nuclear Power
& that effective immediately.OD Kingsley will provide oversight of Nuclear Power ac-
tivities & will act as senior nuclear officer.

KINGSLEY.O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 1p. 60840:351-60840:351.

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed
to Senior Vice President.Nuclear Power at Chattanooga.TN office despite recent
change in mgt.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch
(Document Control Desk). 2pp. 60852:259-60852:260.

Q. Inspection reports, IE Bulletins & correspondence

9203030042 Forwards insp repts 50-438/92-01 & 50-439/92-01 on 920113-17.No viola-
tions or deviations noted.

JUUAN.C.A. Region 2 (Post 820201). 92/02/14. NAUMAN.D.A. Tennessee Valley Au-
thority. 4pp. 60753:132-60753:143.

-9203030048 Insp repts 50-438/92-01 & 50-439/92-01 on 920113-17.No violations
noted.Major areas inspected:maint program implementation & licensee actions on pre-
viously identified items.

KLEINSORGE.W.P., COLEY.J.L. BLAKE.J.J. Region 2 (Post 820201). 92/02/14. 8pp.
60753:136-60753:143.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites,"

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppt 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York. Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203100167 Forwards insp repts 50-438/92-02 & 50-439/92-02 on 920113-17 &
920203-05.No violations or deviations noted.

WILSON.B.A. Region 2 (Post 820201). 92/02/27. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 60844:302-60844:328.

-9203100173 Insp repts 50-438/92-02 & 50-439/92-02 on 920113-17 & 920203-OS.No
violations or deviations noted.Major areas inspectedrdeferral program.status of site ac-
tivities, including preparation for possible const restart.

LITTLE,W.S.,   BARR.K.P.   Region  2   (Post  820201).  92/02/27.   24pp.   60844:305-
60844:328.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Snfo Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

R. Periodic operating reports & related correspondence

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in-
cluding trends & initiatives for util fitness-for-duty program.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch
(Document Control Desk). 19pp. 60857:148-60857:171.

DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2

A. Application/construction stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203050265 Notification of 920319 meeting w/util in Rockville.MD to discuss licensee
overview of status of plant.

THADANI.M.C. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 92/03/02. HEBDON.F.J. Project Directorate li-4 (formerly TVA Project Direc-
torate) (Post 900603). 3pp. 60806:290-60806:292.

9203060078 Forwards planned changes in Employee Concerns Special Program Cor-
rective Action Tracking Document closure process for expedited review.per 920107
discussion.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 9pp. 60867:001-60867:009.

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual
update.rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B.
GIBSON.A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley
Authority. 6pp. 60935:121-60935:126.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp, 61085:001-61085:012.

H. General correspondence

9203060360 Informs of resignation of DA Nauman.Senior Vice President, Nuclear Power
& that effective immediately.OD Kingsley will provide oversight of Nuclear Power ac-
tivities & will act as senior nuclear officer.

KINGSLEY.O.D. Tennessee Valley Authority, 92/03/02. Document Control Branch
(Document Control Desk). 1p. 60840:351-60840:351.

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed
to -Senior Vice President.Nuclear Power at Chattanooga.TN office despite recent
change in mgt.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch
(Document Control Desk). 2pp. 60852:259-60852:260.

Q. Inspection reports, IE Bulletins & correspondence

9203030042 Forwards insp repts 50-438/92-01 & 50-439/92-01 on 920113-17.No viola-
tions or deviations noted.

JULIAN.C.A. Region 2 (Post 820201). 92/02/14, NAUMAN.D.A. Tennessee Valley Au-
thority. 4pp. 60753:132-60753:143.

-9203030048 Insp repts 50-438/92-01 & 59-439/92-01 on 920113-17.Np violations
noted.Major areas inspected:maint program implementation & licensee actions on pre-
viously identified items.

KLEINSORGE.W.P., COLEY.J.L., BLAKE.J.J. Region 2 (Post 820201). 92/02/14. 8pp.
60753:136-60753:143.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729),
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24,
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016. "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25,
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139..E. Division of Operational Events Assessment (Post 870411). 92/02/25,
